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When you have more than a few unaligned, different length, var declarations it’s very unreadable and looks really bad, aesthetically.
One can even claim that aligned code is harder to find (ag/grep etc). I’ve heard that before. Well, I don’t write code for neither grep or git, I’m writing it for people to read and maintain. I’m sure you could find this declaration you’re looking for. Do you usually grepping `var something = value` or just `var something`?
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